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PHILIP MORRIS, INC. 

LAW DEPARTMENT MEMORANDUM 
RICHMOND, VIRGINIA 



t A. Palmer, Jr. DATE: 3 May 1977 

G. Inskeep 

. PATENT STATUS - APRIL 1977 


Disclosures Under Consideration by Patent Group 37 
New Cases 3 
Disclosures Being Prepared 1 
Disclosures Sent to Attorneys 0 
Applications Being Prepared by Patent Group " 8 
Applications Being Prepared by Attorneys 26 
U. S. Applications Filed 4 
Responses to Patent Office Actions 6 
U. S. Patent Applications Allowed 3 
U. S. Patents Issued .. .- ■ ■ 3 


PM 630 FRIACETIN: RESERVOIR HEAT EXCHANGER, James Arthur 
Kay, 26 April 1977 

PM 674 SMOKABLE MATERIAL AND METHOD FOR PREPARING SAME, 
Theodore S. Briskin, 26 April 1977 

PM 693 VARIABLE PARAMETER SMOKING MACHINE, Warren E. 
Claflin and Francis M. Watson III, 26 April 1977 


Foreign Patent.: Issued 6 
Recommendations on Foreign Filig 2 
Inactivated 0 
Abandoned 0 
Outside Ideas Processed and Evaluated 0 
Searches Made In-Depth 4 
Foreign Applications Filed 0 
ceh 

cc: R. B. Seligman jr' S. Osdene 


W. Farone R. N. Thomson 

W. F. Gannon A. Holtzman 

Source: https://www.industrydocuments.ucsf.edu/docs/sjcjOOOO 
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